Dmpetlal  Jlijhtinj  fttoducti  Company 


MANUFACTURERS  OF 

LIGHTING  FIXTURES 


Greensburg,  Pa. 


No.  3505 

5-Light  Width  16%  in. 
Four-way  Control  Switch 
Finish:  Genuine  Solid 
Bronze  Polished. 
Glassware:  Beige  Crystal. 
Standard  Quantity:  4 


No.  3507 

5-Light  Semi-Flush  Type 
Matches  No.  3505 
Standard  Quantity:  4 


No.  3551 

Bracket  with  Pin  Switch 
Finish:  Bronze. 
Glassware:  Beige  Crystal. 
Standard  Quantity:  6 


No.  3502 

2-Light  Width  11%  in. 
Finishes:  Ivory  and  Gold 
or  Crome. 

Glassware:  Satin  Crystal, 
Beige  Crystal. 
Standard  Quantity:  6 


No.  3512 

Two-light  Pendant  Type 
to  Match  No.  3502. 
Standard  Quantity:  6 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  4525 

5-Light  Width  I6V2  in. 
Four-way  Switch  Control 
Finish:  Crome. 
Glassware:  Beige  Crystal, 
Satin  Crystal. 

Standard  Quantity:  4 


No.  4507 

5-Light  Width  1 6V2  in. 
Finishes :  Crome  or 
Bronze  and  Crome. 
Glassware  to  Match  No. 

4505  and  No.  4525. 
Standard  Quantity:  4 


No.  4512 

2-Light  Width  12V2  in. 
Finishes:  Ivory  and  Gold 
or  Crome. 

Glassware:  Beige  Crys¬ 
tal,  Duotone,  Satin 
Crystal. 

Standard  Quantity:  6 


No.  4502 

2-Light  Width  12^/j  in. 

Finishes:  Ivory  and  Gold 
or  Crome. 

Glassware:  Beige  Crys¬ 
tal,  Satin  Crystal,  Duo- 
tone. 

Standard  Quantity:  6 


No.  4505 

5-Light  Width  16 Mj  in. 
Genuine  Solid  Bronze 
Polished  Four- way 
control  switch. 
Glassware:  Beige  Crys¬ 
tal. 

Standard  Quantity:  4 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  7625 

5-Light  Width  16%  in. 
Four-way  Control  Switch 
Finish:  Crome. 
Glassware:  Beige  Crystal. 
Standard  Quantity:  4 


No.  7627 

Five-light  semi-flush  type 
to  match  No.  7625. 
Standard  Quantity:  4 


No.  7601 

1  -Light  Width  12 %  in. 
Finish:  Ivory  and  Gold. 
Glassware:  Beige  Crystal, 
Satin  Crystal. 

Standard  Quantity:  6 


No.  7652 

2-Light  Width  12%  in. 
Finish:  Ivory. 

Glassware:  Same  as  No. 
7601. 

Standard  Quantity:  6 


No.  7642 

2-Light  Width  12%  in. 
Finish:  Ivory  and  Gold. 
Glassware:  Same  as  No. 
7601. 

Standard  Quantity:  6 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  3615 

5-Light  Width  16 14  in. 
Four-way  Control  Switch 
Finish:  White  and  Gold. 
Glassware:  Satin  Crystal, 
Beige  Crystal. 
Standard  Quantity:  4 


No.  3617 

5-Light  Semi-Flush  Type 
Matches  No.  3615 
Standard  Quantity:  4 


No.  3651 

Bracket,  Pin  Switcli 
Finish:  Gold. 

Glassware :  Satin  Crystal, 
Beige  Crystal. 
Standard  Quantity:  6 


No.  3622 

3-Light  Width  14'/2  in. 
Finish:  Old  Ivory. 
Glassware:  Beige  Crystal, 
Satin  Crystal. 

Standard  Quantity:  6 


No.  3652 

2-Light  Width  11  Ms  in. 
Finish :  Ivory. 
Glassware:  Satin  Crystal, 
Beige  Crystal. 
Standard  Quantity:  6 


No.  3612 

2-Light  Width  liy3  in. 
Finish:  Ivory  and  Gold. 
Glassware :  Same  as  No. 
3652. 

Standard  Quantity:  6 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose. 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  7025 

6-Light  Width  16 %  in. 
4  way  Switch  Control 
Finish:  Genuine  Solid 
Bronze  Polished. 
Glassware:  Beige. 
Standard  Quantity:  4 
(Also  furnished  in  semi¬ 
flush  type  for  living 
rooms.  Specify  No. 
7027.) 

No.  7051 

Bracket  with  Pin  Switch 
Finishes:  Gold  or  Bronze. 
Glassware:  Beige. 
Standard  Quantity:  6 

No.  7005 

6-Light  Width  16%  in. 
Four-way  Switch  Control 
Finish:  White  and  Gold. 
Glassware:  Beige. 

(Also  furnished  in  semi- 
flush  type  for  living 
rooms.  Specify  No. 
7007.) 

Standard  Quantity:  4 

No.  7022 

2- Light  Width  12%  in. 
Finish:  Ivory  and  Gold. 
Glassware:  Satin  Crystal, 

Beige  Crystal. 

Standard  Quantity:  6 
(Also  furnished  in  chain 
pendant  type  for  din¬ 
ette.  Specify  No.  7032.) 

No.  7001 

1 -Light  Width  12%  in. 
Finish:  Ivory  and  Gold. 
Glassware:  Beige,  Satin 
White. 

Standard  Quantity:  6 

No.  7003 

3- Light  Width  12%  in. 

Finish:  Ivory. 

Glassware:  Same  as  No. 

7001. 

Standard  Quantity:  6 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 


PRINTED  IN  U.  S.  A. 
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No.  1960 

2-Light  Width  13)4  in. 
Finishes:  Ivory  and  Gold 
or  Silver  and  Gold. 
Glassware:  Crystal. 
Standard  Quantity:  6 


No.  1965 

2-Light  Pendant  Type 
Matches  No.  1960 
Standard  Quantity:  6 


No.  1985 

3-Light  Width  16  in. 

Finishes:  Spunray  Silver 
or  Spunray  Gold. 

Glassware:  Satin  Crystal. 

Standard  Quantity:  4 

(No.  1985  is  also  furnish¬ 
ed  in  semi-flush  style 
for  living  room.  Speci¬ 
fy  No.  1987) . 


No.  1900 

1-Light  Width  13)4  in. 

Finishes:  Ivory  and  Gold 
with  Spunray  Gold  re¬ 
flector;  Crome  with 
Spunray  Silver  reflec¬ 
tor. 

Glassware:  Beige,  Satin 
White. 

Standard  Quantity:  6 


No.  1905 

1-Light  Pendant  Type  to 
Match  No.  1900 
Standard  Quantity:  6 


PRINTED  IN  U.  S.  A. 
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No.  6513 

3-Light  Width  17  in. 
Finish:  Gold  or  Crome. 
Glassware:  Beige  Crystal, 
Satin  Crystal. 

Standard  Quantity:  4 


No.  6551 

Bracket 
Pin  Switch 

Finishes:  Gold  or  Crome. 
Glassware:  Beige  Crystal, 
Satin  Crystal. 

Standard  Quantity:  6 


No.  6501 

Finishes:  Gold  or  Crome. 
Glassware:  Beige  Crystal. 

Satin  Crystal. 

Standard  Quantity:  12 


No.  6511 

Pendant  Type  to  Match 
No.'  6501 

Standard  Quantity:  6 


No.  6503 

3-Light  Width  12^  in. 
Finishes:  Gold  or  Ivory. 
Glassware:  Beige  Crystal, 
Standard  Quantity:  6 


No.  6500 

1 -Light  Width  1 1(4  in. 
Finishes:  Spunray  Silver 
or  Spunray  Gold. 
Glassware:  Satin  Crystal. 
Standard  Quantity:  6 
(Also  furnished  in  drop 
pendant  type.  Specify 
No.  6505.) 
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No.  750 

1-Light  Width  10%  in. 
Finish:  Ivory  and  Gold. 

Glassware:  Beige,  Satin 
White. 

Standard  Quantity:  6 


No.  851 

1-Light  Width  1214  in. 
Finish:  Ivory  and  Gold. 

Glassware:  Beige,  Satin 
White. 

Standard  Quantity:  6 


1-Light  Width  10 Mi  in. 
Finish:  Ivory. 

Glassware:  French  Crys¬ 
tal,  Beige. 

Standard  Quantity:  6 


No.  203-V 

1-Light  Width  1214  in. 
Finish :  Crome. 
Glassware:  Genuine  Fire 
Polished  Crystal. 
Standard  Quantity:  6 


No.  2200 

2-Light  Width  1214  in. 
Finishes:  Crome  or  Ivory 
and  Gold. 

Glassware:  Beige  Crystal, 
Satin  Crystal. 

Standard  Quantity:  6 


No.  2212 

Drop  Pendant  Type  to 
Match  No.  2200 
Standard  Quantity:  6 


No.  730 

1-Light  Width  1114  in. 
Finish:  Crome. 
Glassware:  Satin  Crystal. 
Standard  Quantity:  6 


No.  1580 

1-Light  Width  11%  in. 
Finish :  Crome. 
Glassware:  Satin  Crystal. 
Standard  Quantity:  6 


No.  222 

3-Light  Width  1214  in. 
Finishes:  Gold  or  Crome. 
Glassware :  Polished 
Crystal. 

Standard  Quantity:  6 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  1955 

1-Light  Width  1 3^  in. 

(150-200  Watt  Capacity) 

Finishes:  Ivory  and  Gold 
with  Spunray  Gold  re¬ 
flector  or  Crome  with 
Spunray  Silver  reflec¬ 
tor. 

Glassware:  Crystal,  Satin 
White. 

Standard  Quantity:  6 


No.  1950 

1-Light  Semi-Flush  Type 
Matches  No.  1955 
Standard  Quantity:  6 


No.  1995 

1-Light  Width  16  in. 
Finishes:  Spunray  Silver 
or  Spunray  Gold. 
Glassware:  Satin  White. 
Standard  Quantity:  4 


No.  1997 

1-Light  Semi-Flush 
Matches  No.  1995 
Standard  Quantity:  4 


No.  1940 

1-Light  Width  16  in. 
Finishes:  Spunray  Gold 
or  Spunray  Silver. 
Glassware:  Satin  White. 
Standard  Quantity:  4 
(Also  furnished  in  drop 
pendant  type.  Specify 
No.  1945.) 
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No.  555 

3-Light  Width  16  in. 
Finishes:  Spunray  Gold 
or  Spunray  Silver. 
Glasswares  Satin  White 
or  Beige. 

Standard  Quantity:  4 


No.  550 

3-Light  Flush  Type 
Matches  No.  555 
Standard  Quantity:  4 


No.  552 

2-Light  Width  10 in. 
Finish :  Crome. 
Glassware:  Beige  or 
Satin  White. 

Standard  Quantity:  6 


No.  3105 

1-Light  Width  151/2  in- 
200- Watt  Capacity 
Finish:  Ivory  and  Gold. 
Glassware:  Beige. 
Standard  Quantity:  4 


No.  3007 

Semi-Flush  Type 
Matches  No.  3105 
Standard  Quantity:  4 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  8005 

3-Light  Width  15  in. 
Bottom  Control  Switch 
Finish:  Ivory  and  Gold. 
Glassware:  Beige. 
Standard  Quantity:  4 


No.  8007 

3-Light  Semi-Flush 
Matches  No.  8005 
Standard  Quantity:  4 


No.  1052 

2-Light  Width  1214  in. 
Finish:  Crome. 
Glassware:  Beige,  Satin 
White. 

Standard  Quantity:  6 


No.  4005 

3-Light  Width  1614  in. 
Bottom  Control  Switch 
Finish:  Ivory  and  Gold. 
Glassware:  Beige. 
Standard  Quantity:  4 


No.  4007 
3-Light  Semi-Flush 
Matches  No.  4005 
Standard  Quantity:  4 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  5005 

1-Light  Width  16^  in. 
Finishes:  Gold  or  Crome. 
Glassware:  Beige,  Crys¬ 
tal. 

Standard  Quantity:  4 


No.  5007 

1-Light  Semi-Flush  Type 
Matches  No.  5005 
Standard  Quantity:  4 


No.  1700 

Bracket  Turn  Switch 
Finish:  Ivory  and  Gold. 
Glassware:  Beige. 
Standard  Quantity:  6 


No.  119 

2-Light  Width  15  in. 
Finish:  Ivory  and  Gold. 
Glassware:  Beige. 
Standard  Quantity:  4 


No.  114 

1-Light  Semi-Flush  Type 
Matches  No.  119 
Standard  Quantity:  4 


PRINTED  IN  U.  S.  A. 


'e^ialitGV 


lit( 


No.  710 

1-Light  Width  10V4  in. 
Finish:  Ivory. 

Glassware:  Crystal  Etch¬ 
ed,  Beige. 

Standard  Quantity:  6 


No.  1203 

Three-Light 
Matches  No.  1202 
Standard  Quantity:  12 


No.  1207 

Beam  Light 
Finish:  Crome. 
Glassware:  Crystal. 
Standard  Quantity:  12 


No.  no 

1-Light  Width  11  14  in. 
Finish :  Ivory. 

Glassware:  Crystal  Etch¬ 
ed,  Beige. 

Standard  Quantity:  6 


No.  711 

1-Light  Width  9%  in. 
Finish:  Ivory. 

Glassware:  Beige,  Satin 
White. 

Standard  Quantity:  6 


No.  Ill 

1-Light  Width  7  in. 
Finishes :  Crome  or 
Ivory. 

Glassware:  Crystal, 
Beige,  Crystal  Etched. 
Standard  Quantity:  12 


No.  2201 

1-Light  Width  1214  in. 
Finish:  Ivory  and  Gold. 
Glassware:  Beige,  Satin 
White. 

Standard  Quantity:  6 


No.  1901 

1-Light  Width  10  in. 
Finishes:  Spunray  Gold 
or  Spunray  Silver. 
Glassware:  Satin  White. 
Standard  Quantity:  12 


No.  1202 

2-Light  Width  1114  in. 
Finishes:  Spunray  Silver 
or  Ivory. 

Crystal  Glass  Adapters 
Standard  Quantity:  12 


Bedroom  glassware  can  be 
furnished  on  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  1160 

4-inch  Chromium  Holder 
White  glass  with  crystal 
top  and  bottom. 
Holders  packed  sepa¬ 
rately. 

Standard  Quantity:  12 


No.  10 

Clamp-on  Glass  Adapter 
Width  5%  Inches 
Glassware  to  Match 
No.  15 

Standard  Quantity:  24 


No.  20 

Standard  Porch  Ball 
Black  Lined  White,  or 
Plain  Crystal  or 
Amber. 

Standard  Quantity:  24 


No.  1161 

Large  size  unit  to  match 
No.  1160. 

Standard  Quantity:  12 


No.  712 

2-Light  8-inch  Glass 
Finishes:  Crome  or  Ivory. 
Glassware:  Beige  or 
Satin  Crystal. 

Standard  Quantity:  12 


No.  160 

Four-Inch  Fitter 
Width  5t9s  Inches 
Length  5 V2  Inches 
White  glass  with  crystal 
top  and  bottom. 
Standard  Quantity:  12 


No.  161 

Four-Inch  Fitter 
Width  8  t3(3  Inches 
Length  7  Inches 
Matches  No.  160 
Standard  Quantity:  12 


No.  713 

3-Light  Width  1214  in. 

1014-in.  Glass 
Finishes:  Crome  or  Ivory. 
Glassware:  White. 
Standard  Quantity:  6 


No.  700 

2-Light  8-inch  Glass 
Finishes:  Crome  or  Ivory. 
Glassware:  Satin  White. 
Standard  Quantity:  12 


No.  15 

1  -Light  Width  5%  in. 
Finishes:  Ivory  or  Crome. 
Glassware:  Crystal  Etch¬ 
ed  or  Beige. 

Standard  Quantity:  24 


Bedroom  glassware  can  be 
furnished  011  special  order 
in  pastel  shades  of  Rose, 
Blue,  Peach  or  Green.  Stock 
finishes  only  are  specified 
on  this  sheet. 
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No.  100 

1-Light 

Width  11%  in. 
Finishes:  Ivory  or 
Crome. 

Glassware:  Crystal, 
Crystal  Etched, 
Beige. 

Standard  Quan.:  6 

No.  101 
1-Light 
Width  9  in. 
Matches  No.  100 
Standard  Quan.:  12 

No.  108 

1-Light 

Width  11%  in. 
Finish:  Crome. 
Glassware:  Polished 
Crystal. 

Standard  Quan.:  6 

No.  2000 

1-Light 

Width  12%  in. 
Finish:  Ivory  and 
Gold. 

Glassware:  Beige, 
Rose. 

Standard  Quan.:  6 

No.  503 

1- Light 
Width  8%  in. 

Finish :  Ivory. 
Glassware :  Satin 
White,  Beige. 
Standard  Quan.:  6 

No.  1800 

Bracket 
Turn  Switch 
Finish :  Ivory. 
Glassware:  Beige. 
Standard  Quan.:  12 

No.  500 

3-Light 

Width  12%  in. 
Matches  No.  501 
Standard  Quan.:  6 

No.  501 

2- Light 

Width  11%  in. 
Finishes:  Ivory  or 
Crome. 

Glassware:  Beige, 
Satin  White. 
Standard  Quan.:  6 

No.  300 

1-Light 

Width  10%  in. 
Finish:  Ivory. 
Glassware :  White 
with  Beige  or 
Rose  Lines. 
Standard  Quan.:  6 


Bedroom  glassware 
can  be  furnished  on 
special  order  in  pastel 
shades  of  Rose,  Blue, 
Peach  or  Green.  Stock 
finishes  only  are  speci¬ 
fied  on  this  sheet. 
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No.  301 
1 -Light 
Width  7%  in. 
Finish :  Ivory. 
Glassware:  Same  as 
No.  300. 

Standard  Quan.:  12 


No.  302 

2-Light 

Width  12%  in. 
Finish :  Ivory. 
Glassware:  Same  as 
No.  300. 

Standard  Quan.:  6 


No.  1400 

1-Light 

Width  10%  in. 
Finish :  Ivory. 
Glassware:  Beige, 
Satin  White. 
Standard  Quan.:  6 
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No.  400 

1-Light 

Width  10'/2  in. 
Finish:  Crome. 
Glassivare:  Beige. 
Black  Lined,  Red 
Lined  or  Bine 
Lined. 

Standard  Qnan.:  6 


No.  204 
1-Light 
Width  8 V4  in. 
Finish:  Crome. 
Glassware:  Fire  Pol¬ 
ished  Crystal. 
Standard  Qnan.:  6 


No.  106 

Beam  Light 
Width  9  in. 
Finishes:  Crome  or 
Eggshell. 

Glassrvare :  Crystal. 
Standard  Qnan.:  12 


No.  107 

Beam  Light 
Width  7  in. 
Finishes:  Crome  or 
Eggshell. 

Glassware:  Crystal. 
Standard  Qnan.:  12 


No.  401 
1-Light 
Width  7 1/2  in. 
Matches  No.  400 
Standard  Quan.:  12 


No.  610 

1-Light 

Width  lOMt  in. 
Finish:  Ivory. 
Glassware:  Beige, 
Crystal  Etched. 
Standard  Quan.:  6 

No.  202 

1-Light 

Width  12^  in. 
Finish:  Crome. 
Glassware:  Fire  Pol¬ 
ished  Crystal. 
Standard  Quan.:  6 

No.  2500 

1-Light 

Width  12 Mj  in. 
Finish:  Ivory  and 
Gold. 

Glassware:  Beige, 
Blue. 

Standard  Quan.:  6 

No.  104 

3-Light 

Matches  No.  105 
Standard  Quan.:  12 


No.  105 

2-Light 

Width  IIV4  in. 
Finish:  Crome. 
Glassivare :  Crystal. 
Standard  Quan.:  12 


Bedroom  glassware 
can  be  furnished  on 
special  order  in  pastel 
shades  of  Rose,  Blue, 
Peach  or  Green.  Stock 
finishes  only  are  speci¬ 
fied  on  this  sheet. 
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